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DPD-4796-59 

13 July 1959 


HBMQRAHIUM FOBS ffij* OSAF 
AFC IQ - 5 

A JttiTX Off t Major BaneyweH 

SUBJECT : MIL-F- 2552 UA and HP 2 A Fual Status 


1. Follo wing is a resume of fuel status at Edwards AFB, Detachment ”B" 
end Detachment ”C W * 

A. Edwards AF1 - as of 5 J*tly 1959 

(1) KEL-F-2552HA 

Consumption - 1^,750 fiftll^S 
Fuel on land - 6,500 gallons 

(2) LF2A 

Consumption - 0 

Fuel oa Sand - 9#50G gallons 

B. Detachment "B" - as of 6 July 1959 

(1) IOL-F-2552HA 

Consumption - Q } 6h0 gal lons 
Fuel on land - 7*396 gallons 

C. Detachment *C" - as of 4 July 1959 

(1) KIL-F-25524A 

Consumption 1,019 ga llons 
Fuel on Bond - 9^*630 gallons 


25X1A 


mb/dfd-dd/p£ 


Diet: 0 & 1 - Addee 

1 - mat/dpd 

^3T- RI/DFD 


SIGNED 


\ 


Approved For Releas^g8|^1?28 : CIA-RDP61-00763A000200020001-0 




